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Message Text 



UNCLASSIFIED 

PAGE 01 DACCA 04826 020800Z 
14 

ACTION MED-03 

INFO OCT-OI NEA-IO ISO-00 /014W 

087215 

P R 020400Z OCT 75 
FM AMEMBASSY DACCA 

TO IITH USAE HOSPITAL SGL UTAPAO AELD THAILAND PRIORITY 
INFO SECSTATE WASHDC 8273 

UNCLAS DACCA 4826 

E.O. 11652 : N/A 
TAGS : AMED, BG 
SUBJECT : MED SUPPLIES 

PLEASE SUPPLY THE FOLLOWING: 

PERIACTIN FSN 6505-00-890-1884 

4 MG TABS 2 BOXES OF 100 

BENADRYL (I) 50 MG CAPS 5 BOTTLES OF 100 

'PARKE-DAVIS' 25 MG CAPS 2 BOTTLES OE 100 
(2) 10 MG/1 ML 10 ML STERI- VIALS X30 

TOLBUTAMIDE FSN 6505-660-1600 

0.5 GM TABS 5 BOTTLES OE 50 

ROBITUSSIN A.C. 20 BOTTLES 
'A.H. ROBINS' 

MYLANTA 1 2 OZ BOTTLES X24 

'STUART' 

GELUSIL 12 OZ BOTTLES X24 

WARNER CHILCOTT' 

KWELL FSN 6505-299-8279 

(1) CREAM 2 OZ TUBES XIO 

(2) SHAMPOO 2 OZ X20 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DACCA 04826 020800Z 
CORTICOSPORIN (OTIC) 5 CC BOTTLES X12 
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BURROUGHS WELCOME' (OPTHALMIC) 5 CC BOTTLES X12 

HYDROGEN PEROXIDE 3 PERCENT FL OZS X24 
PARKE-DAVIS' 

FURACIN ( 1 ) SOLUBLE DRESSINGS 28 GRAM TUBES X5 

'EATON' (2) TOPICAL CREAM 14 GRAM TUBES X5 

(3) IMPREGNATED GAUZE 10 TRAYS 

TRIDESILONE CREAM .05 PERCENT 
'DOME' 5 GRAM TUBES X24 

10 GRAM TUBES X24 

FOSTEX CREAM FSN 6505-753-9601 
4 1/2 OZ JARS X24 

ORTHO-CREME MEASURED DOSE APPLICATOR WITH 2.46 OZ 
'ORTHO' TUBEXIO 

PREMARIN VIGINAL COMBINATION PACK 
CREAM I 1/2 OZ TUBE WITH APPLICATOR X5 

'AYERST' 

SULTRIN VIGINAL (I) 78 BRAM TUBES WITH APPLICATOR X24 
CREAM (2) TABLETS (VAG) 20 FOIL WRAPPED WITH 

'ORTHO' APPLICATOR X24 

PHISOHEX UNBREAKABLE PLASTIC SQEEZE BOTTLE 

'WINTHROP' (I) 5 OZ (148 ML) BOTTLES X24 

(2) 1/4 OZ (8 ML) UNIT PACKS BOXES OF 50 
X24 

SELSUN BLUE UNBREAKABLE BOTTLES 

ABBOTT' SELINIUM SULEIDE I PERCENT 10 BOTTLES 

FLOROTIC BOTTLE OF POWDER AND 5 ML OE STERILE 

DILUTENT X30 

AUTOCLAVE BAGS 9&I/2"X2&I/2", 6&I/2"X2&I/2", I4"X6" 
UNCLASSIFIED 
UNCLASSIFIED 

PAGE 03 DACCA 04826 020800Z 

SERPASIL FSN 6505-957-9531 

2.5 MG/I CC 
10 CC VIALXIO 

M.I.F. KITS P. H. S. S.S.C. 

6908 60885 X50 

TAMPAX REGULAR SUPER 3 BOXES OE 40 
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MODESS SANITARY TOWELS 6 PACKETS 

EUNGICIDAL ESN 6505-515-1584 
1 OZ X X50 

OR EQUAL 

EISCALDATA: 1960113 5409 650586 340901 2640 $250.00 
BOSTER 

UNCLASSIEIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DACCA04826 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750341-0662 
From: DACCA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 089/aaaadbjc. tel 

Line Count: 126 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 OCT 2003 by ReddocGW>; APPROVED <13 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : MED SUPPLIES PLEASE SUPPLY THE FOLLOWING 
TAGS: AMED, BG 
To: n/a 
Type: TE 

Markings: Margaret P. Grafeld Declassifled/Released US Department of State EO Systematic Review 06 JUL 2006 
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